








APPLE (II & Ie) 

Russ / Joseph 

ISBN: 0-86582-118-6, 

128 pp., illustrated, 6”x9”, 
$8.95, EN79221 


FOR THE BEGINNING 
BEGINNER 


COMPUTER BOOKS 





Finally, microcomputer handbooks you can 
understand. Written in everyday language for the 
beginning beginner, these handbooks. . . 
¢ Start at the absolute beginning. 
¢ Provide the information to make you “Computer Literate”. 
* Guide you as you discover what your computer tan really do. 
¢ Give you “hands-on” experiences so that you can write your own programs. 


¢ Put you in complete control. Grades 5-adult. 


ATARI (400, 800 & COMMODORE PET (Also 
XL Series) for C-64 & VIC-20) 
Chamberlain Foley 

ISBN: 0-86582-119-4, ISBN: 0-86582- 120-8, 

128 pp., illustrated, 6”x9”, 144 pp., illustrated, 6”x9”, 
$8.95, EN79222 $8.95, EN79223 


TRS-80 (For Models I & III) TI (99/4A) 

Steimer Cowan 

ISBN: 0-86582-121-6, ISBN: 0-86582-132-1, 

128 pp., illustrated, 6”x9”, 128 pp., illustrated, 6”x9”, 
$8.95, EN79224 $8.95, EN79225 





APPLE ¢ TI e COMMODORE « ATARI 
By Dave & Dorothy Heller 


This FREE SOFTWARE SERIES will tell you 


all about. . . 


¢ What's available ¢ Where it is 
° How to get it. 


These books explain how to access hundreds of | 


FREE programs in Education, Business, Games 


and Home Management. You will learn how to | 
reach Users’ Groups worldwide; obtain FREE | 


Public Domain Software via telephone lines 
or by mail; contact Electronic Bulletin Board 
Services (BBS’s); purchase the right equipment 
and much more! An extensive listing of Users’ 
Groups and BBS’s is included. Grades6 -adult. 


FREE SOFTWARE for your ATARI 
ISBN: 0-86582-117-8, 6’x9”, 208 pp., illustrated, 
$8.95, EN79211 


FREE SOFTWARE for your COMMODORE 
ISBN: 0-86582-122-4, 6”x9”, 208 pp., illustrated, 
$8.95, EN79212 


FREE SOFTWARE for your APPLE & Ile 
ISBN: 0-86582-123-2, 6”x9”, 208 pp., illustrated, 
$8.95, EN79213 


FREE SOFTWARE for your TI 
ISBN: 0-86582-124-0, 6’x9”, 208 pp., illustrated, 
$8.95, EN79214 
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ENRICH 
ANOTHER (9999) W981 299, FROM ° 





By Les Cowan 
Designed for school and home, here is a “user-friendly” 


reference that explains the “hi-tech” vocabulary you are 
bombarded with daily. 


All definitions are written in plain, easy to understand 
English and are supported by over 200 diagrams, illus- 
trations, and/or photographs. 

The bonus handbook section covers the history of com- 
puters, how a computer works, peripherals, hardware, 
program languages, program design, and much more. 


“This resource is a must for every home and classroom.” 
ISBN: 0-86582-116-X, 6”x9”, 224 pp., illustrated, $9.95, EN79101 


©1983 ENRICH/OHAUS, San Jose, CA 95131 











Order From: 


ENRICH /iiis 


THE GOOD IDEA PEOPLE 


2325 Paragon Drive, San Jose, CA 95131 
ATTN: DEPT. DM 


COMPUTER 
BEGINNER? 


User Friendly Handbooks for 
the Beginning Beginner 


FOR THE BEGINNING 
BEGINNER 


ant % > 
fans 


ENRICE 
ANOTHER 399 14S.) 304. FROM >. 


Finally microcomputer handbooks 
you can understand. Written for 
the beginning beginner, they 


= Start you at the absolute beginning. 

gw Provide the information to make you 
“Computer Literate”’. 

@ Guide you as you discover what 
your computer can really do. 

m Give you ‘“‘hands-on”’ experiences 
so that you can write your own 
programs. 


FUNCTIONAL TOO! Built-in 

easels allow these books to stand 

up at your computer for easy use! 
Only $8.95 each. 


EN79221 APPLE for the BEGINNING BEGINNER 
(Apple Il Series) 

EN79222 ATARI for the BEGINNING BEGINNER 
(400/800/XL models) 

EN79223 PET for the BEGINNING BEGINNER 
(Commodore Pet Models 2900, 4000/8000/P 128) 

EN79224 TRS-80 for the BEGINNING BEGINNER 
(TRS-80 Models | and III) 


EN79225 TI for the BEGINNING BEGINNER (TI 99/4A) 

























AS ADVERTISED IN INSTRUCTOR MAGAZINE, ELECTRONIC LEARNING, 
TEACHING AND COMPUTERS, AND MORE THROUGHOUT THE YEAR. 
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SOFTWARE 


from 


ENRICH/ "= 


APPLE « ATARI « TI 
COMMODORE 























(-What"s available 
|+Where it is 
jsHow to get it 
for all ATARI |C) 
Computers |= 


Ke 


ENRICH 


ANOTHER 3494 J¥S.) Suv. FROM 


Yes! The FREE SOFTWARE Series 
from ENRICH/OHAUS will tell you 


all about.... 
g What's available m Where it is 
g How to get it 


These easy to understand handbooks 

will explain how to access thousands 

of FREE SOFTWARE programs. An 

extensive directory lists hundreds of 

sources. IMAGINE finding out how to 

access thousands of FREE programs 

for only $8.95! 

EN79211 FREE SOFTWARE for your ATARI 
Computer (for all models) 

EN79212 FREE SOFTWARE for your 
COMMODORE Computer (Vic-20 
Commodore 64) 


EN79213 FREE SOFTWARE for your APPLE 
Computer (APPLE II Series) 


EN79214 FREE SOFTWARE for your Tl Computer 
(TI 99/4A) 












PARLEZ 
VOUS 
COMPUTER? 


The Illustrated 
COMPUTER DICTIONARY 
and HANDBOOK 


from 


ENRICH/O/S 


HONDBESe 


ENRICH 
ANOTHER 34499 15.) 394. FROM % 


Do you feel lost with the new “high- 


NOW there is a “user-friendly” 
reference that explains and illustrates 
computer terms in everyday language. 
This information packed dictionary 
covers it from A to Z with over 200 
illustrations, photographs and charts. 
The bonus handbook section covers 
the history of computers, how a 
computer works, peripherals, hard- 
ware, program languages, program 
design and much more. 
Highly illustrated, this 224 page 
resource is a must for every class- 
room and home! 

The Illustrated 


COMPUTER DICTIONARY and HANDBOOK 
EN79101 $9.95 
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©1983 ENRICH/OHAUS, SAN JOSE, CA 95131 


ENRICH COMPUTER BOOKS 


EN79101 The Illustrated Computer Dictionary & Handbook $9.95 ___ 

















Name 
a __EN79211 FREE SOFTWARE for your ATARI 8.95 ___ 
EN79212 FREE SOFTWARE for your COMMODORE 8.95. School 
EN79213 FREE SOFTWARE for your APPLE Pub Date 12/83 8.95 __ 
EN79214 FREE SOFTWARE for your TI Computer 8.95 ___ Sch. Address 
ES EN79221 APPLE for the BEGINNING BEGINNER 8.95 
EN79222 ATARI for the BEGINNING BEGINNER 655 City State. Zip. 
EN79223 PET for the BEGINNING BEGINNER 2 
i EN79224 TRS-80 for the BEGINNING BEGINNER 85 P.O.#. Date 
EN79225 TI for the BEGINNING BEGINNER 8.956. 


Authorized Signature 





TOTAL AMOUNT. 





All orders accepted, but orders under $25.00 from schools and all orders from individuals must include payment. 
Prices subject to change without notice. Add 10% for Postage and Handling ($1.50 min.) and applicable sales tax. Expires 1 2/31 183 


SAVE! orper 2 oR MORE BOOKS — POSTAGE AND HANDLING IS FREE! 








